To:  Russo,  Bill[Russo. Bill@epa.gov];  Hetes,  Bob[Hetes. Bob@epa.gov];  Saterson, 

KathrynfSaterson. Kathryn@epa.gov];  Fontaine,  Thomas[Fontaine.Thomas@epa.gov];  Hines, 
Ronald[Hines. Ronald@epa.gov];  Coberiy,  Dan[Coberly. Dan@epa.gov];  Jones, 
Marjorie[Jones.  Marjorie@epa.gov] 

From:  Benson,  William 

Sent:  Thur  8/20/201 5 8:25:56  PM 

Subject:  NRMRL  Weekly  Report  - August  17-21 


This  Week: 
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Next  Week: 

Nonresponsive 


Nonresponsive 


ED  000552C  00012736-00002 


Cincinnati,  OH,  August  27. 


Nonresponsive 


Technical  Support : 

NRMRL  technical  assistance  for  Gold  King  Mine  Spill  into  the  Animas  River.  NRMRL 
provided  a list  of  researchers  for  potential  collaboration  on  development  of  a long-term 
monitoring  plan,  but  has  not  been  tasked  with  any  work  to  date. 
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Abby  Waits 
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Special  Assistant  to  the  Director 
National  Risk  Management  Research  Laboratory 
U.S.  EPA  Office  of  Research  and  Development 
26  W.  Martin  Luther  King  Drive,  MS207 
Cincinnati,  OH  45244 

(Tel)  513.569.7884 
(Fax)  513.569.7158 
waits.abbv@epa.gov 
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